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PHOTO LAB HAS PROVIDED DETACHMENT WITH 
OF MIG 21 ( NO CONTRAILS) TAKEN AT 
1303® 42 Z DURING MISSION C355C„ FIGHTER APPROX 7400 


PHOTO (FRA iE 


feet to right of u-2, flying straight and level parallel to 

U 2 AND ESTIMATED AT 65,000 FEETo 


end of message 
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